ENERGY LIBRARY :  GUIDE TO SERVICES
Introduction

The Energy Library is maintained to provide DOE headquarters staff with
a wide variety of bibliographic and reference services and to function
as a major repository of energy-related information. The three locations
of the library, each fully equipped, are:

Room 1223                                               Oriented toward administrative and
20 Massachusetts Avenue, NW.  regulatory matters, and non-nuclear

Washington, D.C.                                 research and development

Room 8502                                               Oriented toward regulatory matters

825 North Capitol Street               concerning public (gas and electric)

Washington, D.C.                                 utilities and oil/gas pipelines

Room G-042, DOE Building               Oriented toward nuclear, environ-

Germantown, Md.                                   mental, and safety R&D

Many of the library's facilities and services are available to the public
It is open for use by Department employees and visitors from 8:30 a.m. to
5 p.m., Monday through Friday, except holidays.

Reference Services

Reference librarians at each location are available to answer Inquiries
made by telephone, by mail, or in person. All have scientific-technical
backgrounds and special training in the most advanced techniques of
performing computer-assisted literature searches. They are familiar
with DOE's many information/documentation programs and with the nation's
energy-related information resources. Together they offer a broad
base of educational and work experience for their task of providing
complete and timely information to those who need it.

A vast array of materials on subjects of interest to the Department is
available to the librarians through the library's own holdings, on-line
terminals, indexes and abstracts, DOE information centers, and other
libraries. Using these facilities, the reference librarians are able to
provide rapid and comprehensive bibliographic reference service to DOE
headquarters personnel. Contractors and the general public are welcome
visit each location and use its facilities; staff limitations, however,
restrict the amount of reference assistance that can be provided.